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November 16, 1906 



Rejections recommended. 

NAPLES. 
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PALERMO. 
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Tot&l 
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JAPAN. 



Report from Kobe — Emigrants recommended for rejection. 

Acting Assistant Surgeon Kilpatrick reports, October 1, as follows: 

Month of September, 1906. Steamship Mongolia, for San Francisco, 

6, for Honolulu, 332; steamship Nippon Maru, for San Francisco, 3, 

for Honolulu, 244; steamship Boric, for Honolulu, 118; steamship 

Shimano Maru, for Seattle, 7. 



Report from Nagasaki — Emigrants recommended for rejection. 



Sanitary Inspector Bowie reports as follows: October 6, 1906. 
ber of emigrants recommended for rejection, 186. 



Num- 



NICAKAGITA. 

Report from Bluefields, fruit port. 

Acting Assistant Surgeon Lay ton reports as follows: 
Week ended October 24, 1906. Present officially estimated popula- 
tion, 3,500. General sanitary condition of this port and surrounding 
country during the week, good. 
Bills of health were issued to the following-named vessels: 



Date. 



Oct. 19 
23 



Vessel. 



Coriuto. 
Yulu . . . 



Destination. 



New Orleans via Limon . 
Limon 



Number 
of crew. 



Number of 

passengers 

from this 

port. 



Number of 
passengers 



Nicaraguan bill of health of steamship Yulu, bound for Limon, 
viseed by me October 23 upon request of agent. Her 5 passengers 
complied with service regulations as tho bound for a southern port 
in the United States, according to request of agent. Three of the pas- 
sengers were vaccinated; two gave evidence of recent satisfactory vac- 



